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HOLY  LAND  REPLICA 
Grotto  of  Nativity 
Slocum  St.,  Waterbury,  Conn. 

Open  to  visitors  from  April  1st  to  Dec.  1st,  in 
daylight  hours.  Exits  22  East  and  Westbound 
from  lnt-84,  follow  arrows  to  Slocum  Street 
and  Pine  Hill. 


